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LIMITED OFFICIAL USE OTTAWA 3737 

E.O. 11652: N/A 
TAGS: TGEN ENRG, CA 

SUBJECT: PICKERING NUCLEAR POWER STATION PRESSURE TUBE LEAKS 

INSPECTIONS AT PICKERING NOW COMPLETED. TOTAL OF 17 
PRESSURE TUBES ARE BEING SCHEDULED FOR REPLACEMENT AT 
COST OF APPROXIMATELY 10,000 DOLLARS PER TUBE PLUS LOSS 
OF GENERATION CAPACITY AS HYDRO GOES INTO PEAK WINTER 
SEASON. INSPECTIONS AT BRUCE HAVE SO FAR REVEALED 
NO RPT NO FAULTY TUBES AND HENCE LEND CREDENCE TO 
HYPOTHESES THAT MAJOR FACTOR AT PICKERING WAS ROLLING-IN 
NOT RPT NOT ALLOY. 
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Message Attributes 



Automatic Decaptioning: X 
Capture Date: 01 JAN 1994 
Channel Indicators: n/a 
Current Classification: UNCLASSIFIED 
Concepts: NUCLEAR POWER PLANTS 
Control Number: n/a 
Copy: SINGLE 
Draft Date: 15 NOV 1974 
Decaption Date: 01 JAN 1960 
Decaption Note: 

Disposition Action: RELEASED 
Disposition Approved on Date: 

Disposition Authority: garlanwa 
Disposition Case Number: n/a 
Disposition Comment: 25 YEAR REVIEW 
Disposition Date: 28 MAY 2004 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1974OTTAWA03737 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D740332-0097 
From: OTTAWA 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: linkl 974/newtext/tl 9741 140/aaaabhhq. tel 

Line Count: 41 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION OES 

Original Classification: LIMITED OFFICIAL USE 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: 

Previous Classification: LIMITED OFFICIAL USE 
Previous Handling Restrictions: n/a 
Reference: n/a 

Review Action: RELEASED, APPROVED 
Review Authority: garlanwa 
Review Comment: n/a 
Review Content Flags: 

Review Date: 16 APR 2002 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <16 APR 2002 by kelleyw0>; APPROVED <20-Aug-2002 by garlanwa> 

Review Markings: 
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Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: PICKERING NUCLEAR POWER STATION PRESSURE TUBE LEAKS INSPECTIONS AT PICKERING NOW COMPLETED. TOTAL OF 17 
TAGS: TGEN. ENRG, CA 
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